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25X1X 

1, The plant is designated secretne devod, 
Tie central sectio of torpus J tar} oriszinally had four stories end 
a flav roof, The fourth floor was later replaced by a cupola but this 
vupola was removed and the third stery given a flat 
voor, The ventilation plant (20/ was also torn down in the fal? of 
19h9, The eastern side of area A was iginally set apart by a fenen, 
part of which was later romoved. ++ 


Tic Installation presuravly is a research plant. It was unusually qu:.et 
an. ne noise was heard durine the rights, Only some of the Windows were 
iiluriiated. All of tie people seen in the area were dressed lite clorks 
instead of like workers. 


25X1X 
ae atomic or related research work is tein; done at the 
installation, nen he arrivec in Aucuet Toh” » a fellow FP. who had been 
25X1X taere for a lonz tive said: * Jo vou see tie fountains there? The 


voviets say that they are operctedc by atoniec power". Ginilar allusions 
to atouie energy were also oade by ~oviet. vorkers, 


in Leac, special electric equipent, craphite. containers, missiles, or 
aircraft carts vere not seen, tt 


Cermient. vource of this report bel onred to the save Pa detail 
ner ATs srevious resort on the uereorauy or Test Station, 


25X1A 25x 


1A 
= eecetch 1 i usec as a basic docwnent. On 
it were enterea the deviatitr ~uents of source of the present 
25X1X oe eeport. For sketch, sce annex. Apart fren ainor itens the sketch 


acrees with tue previo's one. The fountains mentioned are in item 14 
Ol inrex., 
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en Cornent., “b s ens (6 be Liwmessible to obtain further 
incor.ation or. tie acbivitics et this installation since the 
invertor of the imildinvs was off-Linits. to all P.s. 


LaAnnex, Larert obkctch of ive sorebrany Bor Test Station, 
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